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ORIGIN NRC-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /025 R 

DRAFTED BY USNRC:RASTELLA 
APPROVED BY OES/SCI/AE: 

USNRC:JDLAFLEUR,JR. 

060667 

R 162109Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY STOCKHOLM 

UNCLAS STATE 140517 

E.O. 11652: N/A 

TAGS:TECH SW 

SUBJECT: MAPLHGR FOR NINE MILE POINT 

FOR SOHNS SCLATT 

1. THE 8X8 FUEL ASSEMBLY DOES HAVE A "COLD" ROD AT ONE OF 
THE FOUR CENTRAL POSITIONS. 

2. MAPLHGR (MAXIMUM AVERAGE PLANER LINEAR HEAT GENERATION 

RATE) LEVELS WILL BE REEVALUATED FOR ALL PLANTS BEGINNING 
JULY 9, 1975. 

3. BECAUSE OYSTER CREEK MAPLHGR LEVELS REFLECT COMPLICATED 
CIRCUMSTANCES PERTINENT INFORMATION IS BEING AIRMAILED. 
PRESENT MAPLHGR RATINGS AT NOTED BURNUP ARE: FOR TYPE 5 
EXXON 8X8 ASSEMBLIES; 8.2 KW/FT AT ZERO MWD/T; 9.1 AT 

100U; 8.95 AT 5000, AND 9. 1 AT 10000. FOR TYPE 5B EXXON 
8X8 ASSEMBLIES, 8.2 KW/FT AT ZERO MWD/T, 9.1 AT 1000, 

8.95 AT 5000, AND 9.05 AT 10000. 

4. REQUEST SCIREP PASS ABOVE TO THOMAS KEKERED, STATENS 
KRANKRAFTINSPEKTION, STOCKHOLM. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FUELING SYSTEMS, INDUSTRIAL PLANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE140517 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RASTELLA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75021 0-0003 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750646/aaaabpmg.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NRC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 MAR 2003 by PhilliR0>; APPROVED <13 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAPLHGR FOR NINE MILE POINT FOR SOHNS SCI: ATT 
TAGS: TECH, SW 
To: STOCKHOLM 
Type: TE 
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